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TRADE PRICE SHEET 

DEAL 


Subject to Change Without Notice 


FISH TAPE REELS AND PULLERS 




Standard Size 



No more unprotected tape 
—no more kinking—no 
more springing all 
over the job. 


The reel acting as a handle, 
gives a SURE GRIP 
on the tape. 


Junior Size 

3 Tools in One:- 

A REEL — A PULLER — A TAPE 

For Building Construction .... For Industrial Work 

CONVENIENT An Easy and Positive Grip INEXPENSIVE 

No Shorts . . . Save Costly Tape Breakage ... No Grounds 

it from unwinding. By keeping the tape reeled up, it is 
prevented from spreading all over the job, avoiding 
expensive breakage and the possibility of the tape 
contacting live parts. 

NEW JUNIOR SIZE NOW AVAILABLE 

Due to popular demand, a new small size model, only 8 Y 2 " in outside diameter, is now available. Fits most tool 
kits. Furnished only with 50' of x .060" (1/16") Fish Tape. The standard reels are available with longer tapes 
than the 100' regularly supplied, if desired. 


Saves 50% of the time required for fishing in the old 
way as the tape is pulled through the conduit and reeled 
in one operation. Provides a sure grip—no slipping. 
The reel automatically locks the tape in place to keep 


Catalog No. 

No. 0 Junior 


No. 

No. 

No. 

No. 

No. 

No. 


Standard 

Standard 

Standard 

Standard 

Standard 

Standard 


Tape Length 

50' 

100 ' 

100 ' 

100 ' 

100 ' 

100 ' 

100 ' 


1/8" 
1/8" x 
3/16" x 
1/4" x 
1/8" x 
3/16" x 
1/4" x 


Tape Size 
x .060" 
.060" 
.060" 
.060" 
.030" 
.030" 
.030" 


(1/16") 

(1/16") 

(1/16") 

(1/16") 

(1/32") 

(1/32") 

(1/32") 


Shipping 

Weight 

Each 

Pkg. 
of 10 

3 lbs. 

$2.50 

$2.25 

6 lbs. 

5.00 

4.40 

7 lbs. 

5.50 

4.85 

9 lbs. 

6.00 

5.30 

5 lbs. 

5.00 

4.40 

6 lbs. 

5.00 

4.40 

6 lbs. 

5.00 

4.40 


Price of standard reels with more than 100 ft. of tape: 

No. 1, No. 5, and No. 6 Reels—add $0.75 for each additional 50 ft. of tape 
No. 2 —add 0.95 for each additional 60 ft. of tape 

No. 3 (100 ft. maximum capacity) 

No. 4 —add 0.60 for each additional 50 ft. of tape 


Maximum Capacity of Standard Reels 
250 ft. of 1/8" x .060" (*") 400 ft. of 1/8" x .030" (A" 

150 ft. of 8/16" x .060" (A") 300 ft. of 3/16" x .080" (A" 

100 ft. of 1/4" x .060" (*") 250 ft. of 1/4" x .030" (A" 



FISH TAPES 


None but the highest grade PRICE PER 100 FT - PACKED IN INDIVIDUAL CARTONS 
tempered spring steel wire 
is used in IDEAL FISH 
TAPES. No curling. Flex¬ 
ible and easy to use on long 
runs of conduit having sev¬ 
eral bends. 

NO. 14-T—1/8" x .060" (1/16") Fish Tape availa ble in 5,000 foot lots, not wrapped or packed in individual cartons at $1.25 per C feet. 
NOTE: All Sizes can be assorted to obtain QUANTITY prices. 





Less Than 

100 to 

1000 to 

5000 Ft. 




100 Ft. 

999 Ft. 

4999 Ft. 

and Over 

ll-T 

1/8 inch 

.080" (A") 

$1.53 

$1.17 

$1.06 

$0.96 

12-T 

8/16 inch 

.080" (A") 

2.21 

1.70 

1.45 

1.39 

13-T 

1 /4 inch 

.030" (&") 

2.30 

1.70 

1.60 

1.44 

14-T 

1/8 inch 

.060" (A") 

2.21 

1.70 

1.45 

1.39 

15-T 

8/16 inch 

.060" (*") 

2.72 

2.13 

1.91 

1.70 

16-T 

1 /4 inch 

.060" (A") 

3.40 

2.60 

2.34 

2.13 


Other Ideal Products 




Cable 

Ripper 




Testlite and 
Fuse Puller 


Fuse 

Pullers 


Fuse 

Reducers 


Fuse Clip 
Clamps 


Boring 

Machine 


Lugs, Solder 
and Solderless 
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